UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CASE NUMBER: 



oiwclal warning 

VIOLATION OF FEDRR A L R ECU RATIONS 


VIOLATOR: 

Dorenda Nunnally, Vernetta 

Brengman 

43-A-0608 / 4722 



I'he U.S. Department of Agriculture has evidence that on or about December 16, 2013, you or your 
organization committed violations of the following sections of the Code of Federal Regulations, Title 9: 


3.6(aJ(2)(i) Primary Enclosures... .DIRECT — failure to construct and maintain primary enclosures 
so that they have no sharp points or edges that could injure the animals 


i lie Animal and Plant Health Inspection Service (APHIS) createdTcdera! regulations to ensure the welfare of animals and 
help pie vent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and 
costly impacts that are detrimental to the public interest, APHIS is providing you with an Official Warning for the 
v mlation(s) described above. Any further violation of these federal regulations may result in the assessment of a civil 
penalty, criminal prosecution, or other sanctions. If you have any questions concerning this Official Warning or violation(s) 
please contact the APHIS official listed in this notice. 


APHIS OFFICIAL (Name and Title)-. 

Robert M. Gibbens, Director 



0002 3415 7633 


OFFICE ADDRESS: 

2150 Centre Ave., Building B 
Fort Collins, CO 80526 


DATE ISSUED: 

Feb. 18, 2014 


TELEPHONE NO: 

(970) 494-7478 


APHIS FORM 7060 


Previous editions may be used 


Rev. September 20 1 1 


